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Governors-General to the Crown, the right has been Chapter
accorded to them to have special flags of their own as
distinct from the use of the Union Jack, with or without
the distinctive sign of the Dominion or the Dominion
flag. This decision involves the cessation of any use in
the Dominions of the royal standard, the personal flag
of the King, and effect was given to it in 1931 in the
case of the Union Parliament by substituting the use of
the Governor-General's flag during his presence there
for that of the royal standard.